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fest Germany 


REPORT 


Establishment of the Central Institute 
of Radio Technology in BerlliiTAdlerahof 


REQUIREMENT 

REFERENCES 


50X1 -HUM 


18 lugaat 1953 
h 50X1 -HUM 
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THE SOURCE EVAIUAT/ONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAt OF CONTENT IS TENTATIVE. 
(FOR KEY SEE REVERSEJ 


50X1 -HUM 


1, A hew institute named the Zentrallnstltut fuer Fu^echnik 

of Radio Technology) was founded on 1 .May 1953 . th^^F^ttSeh 

Berlin-AdlerBhof,*^dowbr Chauasee ll6, foimwly Mcupled ty 
Zentrum, which it has abforbed. Additional Iraildlngs to be occupied by 
institute are under construction on the same site. 

2, The new institute is to include the following departments t 

a. High yacuum and electronic tubes, 

b. Radar 

c. tlireless signalling, equipment 

d. signalling equipment (including carrier frequency equipment) 

e. S\indamentai research In the decimeter and centimeter bands, 

3, At present, only the Department for High 7aou^ and mootronlc tabes 

It TOrorlElnally propped that a staff of 256 would be ®plo^ J^® 
iianat..bniant but a out in the proposed budget has caused this figure to be 
SSrta’ 155 ! ms SpartmLt'^wlll InoLde the following s«:tion»t 

a. Development of pletura tubes (Blldfaengerroehren), (Section already exists). 

b. Development of large projection tubes. (Section already exists,) 

e. Development of special tabes for use in' decimeter and VHF communications. 
(Not flection.) ■ ** 

do tleveloiMent of switch tubes and tubes for (Trochotrcais and 

tubes like Bandstrahlroehren) . (Section already exists.) 

s. Development of cathodes, materials etc.' 
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f . Chemical laboratory. 

g. Cesign office. 

WorS'at present being undertaken In the Department for High Vacuum and Electronic 
Tubes includes the folloiring projects s 

Se liioonor.)..; ne. tw.. of rw .yst® “I 

(Raster ) 0 

2 intermediate image orthicon. Tiro forms - "stick grenade'* 

■ ?lbSr Cmcro-Eohre). A ne^ type of secondary emission multiplier 

is plamedo . - 

3. Photo-multiiilier. Amplification of 10^ StaScal 

^ use of a STMoial alloy for the impact cathodes ^ 

bmdling ^ Resigns. Antimoiy-caesium alloy used for tsoxi-HUM 

photo-cathcda. Stage voltage approximately 350 V. 


Daboratory for internal photoelectric effects (Developer Koeiring) 


50X1 -HUM 


Development of a Vidicon designs. 

laboratory for large projection tubes (Engineer Haucke) 

high tension generator, control stage valve, and X-ray absorbing glass, 
are alee being developed. 

A m mhH • 'tank has been put aside because of lack of staff, 

* an^the greater priority of the work on the large projection apparatus. 

Technological laboratory (Engineer Oromadies) 

Mainly cdncemed with the development of spwial glass 

ral5«o5e^?^3tT^^^ 

Seldewesen HP and the Punkwerk Erfurt do not have the requisite emissio . 


The staff of the 'institute includes the following t 
D3f» Qerhardt 


50X1 -HUM 


Dip. Ihg* E&lter H«ss 


nr t.he ina-GX-cu-oeo 

Head of the Department 
ifl ftfttrcftie Tubes a 

1 for High Vacuum 




The following subordinates of Dip. mg. Hass also returned recently from the USSR: 


filp* Ing* Hellmut Probst 
Tnge Haucke 
Tng* ' 

^g* Oromadies 


liige Albert Bohne 
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Laboratory for electronic optics 
Laboratory for large projection tubes 
Development of apparatus 
Technological Laboratory (Formerly 
Telefuoken) 

Design Office (Formerly Telefunken) 
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Ubieller 

Feigel 

Senf 

*Richt€r 

Ilo^^redder 

Tip^ 

Tfehlam 

fiedler 

ScHulz 

Fischer 

Gross 

Amdt 

Fiobelkona 

I^anke 

Golise 

IColberg 

Schuster 

Xinimermaim 

Vahl 

Koewiaag . 

pipltyliige Ton Bruck, 


Foreman© System assembly 

Head of the mechanical workshops 

Foreman o Mechanical workshops 

Technologist 

Gla 33 technician 

Foreman^ Glass blowing shop 

High frequency engineer 

High f requency engineer 

Hi^ frequency engineer 

High frequency engineer 

High frequency engineer 

Designer 

Designer 

Electrode mechanic 
Electrode mechanic 
Electrode mechanic 
Electrode mechanic 


Electrode mechanic 
Electrode ■ mechanic 
Electrode mechanic 
Glass technicia25L 
Storeman 

laboratory for internal 


jtric 

ects 


The following persons are also employed in the Institutes 


Eoschel 

Dip<t Ingo liegler 

"Dadwig 

4nton 

Hasse 

Berthold 

Alfred Bohhe 

Frau Spling 

Frl* Jurzina 

Erie Hahn 

Frau Perguhde 

Erl© ja.zga,1skl 

Erl. Rohrbran 

Erau Block 

Erau E\ihnke 

Ihge Schmiege 

Erau Schmiege 

Era^ Hoppe 

<Ionatat 

Beao]:pce 

Boegel 

Steub 

Attmann 

Bruhzlow 

ICArg 


Personnel officer 

High frequency engineer 

Chemical engineer 

Mathematician 

Glass technician 

Electrode technician 

Chief bioyer 

Buyer 

Designer 

Technical drau^tsman 

Stenographer 

Secretary 

Technical assistant 
Unskilled 

Unskilled -j© 4 . 

Laboratory for external photo effects 

Technician 

Stores 

Mechanic 

Designer 

Draughtsman 

Clerk 

Glassblower 

Qlassblower 

Fitter 
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Keys Inside dotted line To 'be occupied by the Central 
' Institute for Communications 

Technics* 

Outside dotted line To continue to be occupied by the ^ i 

* "" ““ Television Center® 



(Not to scale) 
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